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the principles of design shown at A and B or when trouble
may be experienced from splashing of the oil or cutting
compound, -some other form of construction must be ap-
plied. In many cases use may be made of telescopic tubes
which provide for table movement in both a horizontal and
vertical direction, an example of this kind being shown at
D. In similar cases a flexible tube may be used, as illus-
trated at E, provided the length or position is not such as
to inconvenience the machine operator. When it is merely
necessary to take care of vertical movement, as in the case

Machinery

Fig. 3.    Examples of Splash Guard Design
of tables on drilling machines, etc., the oil trough sur-
rounding the table may be conveniently drained by a tele-
scopic tube as shown at F, or by a tube which slides in a
vertical slot a as illustrated at G.
When trouble is experienced from the throwing of oil or
cutting compound from high-speed machinery, splash
guards must be provided, common examples of this kind
being seen on most grinding machines. One type of splash
guard is formed of flat plates secured by clips which enable
the guards to be removed for inspection or adjustment of
the machine. At J3, Pig. 3, a curved guard is shown which
is hinged, and it is common practice to have two such
guards located at each side on grinding machines, automatic